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DEPARTMENT  OF  THE  ARMY 

OFFICE  OF, THE  ADJUTANT  GENERAL 
WASHINGTON.  D.C.  20310 

IN  REPLY  REFER  TO 

AG  DA  (M)  (8  Dec  69)  FOR  OT  UT  693198  11  December  1969 

SUBJECT:  Operational  Report  -  Lessons  Learned*  Headquarters,  43d  SignaL 
Battalion,  Period  Ending  31  July  1969 

SEE  DISTRIBUTION 


1.  Subject  report  is  forwarded  for  review  and  evaluation  in  accordance 
with  paragraph  4b,  AR  525-15.  Evaluations  and  corrective  actions  should 
be  reported  to  ACSFOR  OT  UT,  Operational  Reports  Branch,  within  90  days 
of  receipt  of  covering  letter. 

2.  Information  contained  in  this  report  is  provided  to  insure  appropriate 
benefits  in  the  future  from  lessons  learned  during  current  operations  and 
may  be  adapted  for  use  in  developing  training  material. 

BY  ORDER  OF  THE  SECRETARY  OF  THE  ARMY: 
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DEPARTMENT  OF  THE  ARM' 
HEADQUARTERS  43RD  SIGNAL  BATTALION 
APO  9&31E 


SCDPV-NG-PK-C  1C  August  1969 

SUBJECT*  Operational. Report  Of  43rd  Signal  Battalion  for  Period 
Ending  31  July1 1969.,  RCS  CSFOR-65  (Rl) 


SEE  DISTRIBUTION 


Reference:  lot  Si,  iu-.l  :.>i- <’c  Rc;  1-19,  dated  12  Ji  !>  l^et, 

Su';:,‘) set:  ppor.:tioiV:.L  ll-oort  Leasoiu;  Lc  mod  (.<.08  CSFOR— 65)  (HI/ 

1.  Section  1.  Operations:  Significant  Activities 

a.  General: 

(1)  The  battalion  was  operational  in  the  Republic  of  Vietnam 
for  the  entire  reporting  period  of  92  days.  Major  effort  was  con¬ 
centrated  in  the  following  areas:  improving  the  quality  of  in¬ 
stalled  communications;  raising  the  level  of  personnel  proficienc’r 
through  the  use  of  in-country  schools,  OJT,  and  self-instructional 
programs;  raising  the  standards  of  all  categories  of  equipment 
maintenance  to  include  vehicles,  power  generators,  and  signal 
equipment;  and  improving  the  living  and  recreational  facilities  for 
all  assigned  personnel. 

(2)  The  43rd  Signal  Battalion  was  reactivated  in  August  of 
1966  and  organizationally  structured  to  provide  communications  sup¬ 
port  to  Military  Assistance  Command  advisors  in  the  II  Corps  Tactical 
Zone.  All  elements  were  formed  under  TCE  11- 5 CCD .  Subsequently, 

the  organization  mission  was  supplemented  to  add  corps  area  com¬ 
munication  support  for  U.S.  Army  organizations  over  three  and  one- 
half  provinces  of  the  Central  Highlands  to  RVN.  Tue  original  TOE 
did  not  fit  the  current  mission.  Accordingly,  several  original 
companies  (B,D,  and  E)  have  bean  detached  and  others  (278th  and 
586th  Signal  Companies)  attached.  Additionally,  the  internal  or¬ 
ganization  of  the  remaining  units  was  rearranged  to  match  unit  re¬ 
sources  with  mission  requirements.  An  extensive  modification  to 
the  existing  TCE  had  been  submitted  through  21st  Signal  Group  and 
1st  Signal  Brigade  but  was  disapproved  by  Department  of  the  Army. 

A  new  TCE  modification  under  the  Golf  Series,  including  TDA's  for 
fixed  station  facilities  was  submitted  in  December  1968.  This 
ohango  is  intended  to  tailor  the  organization  to  its  long-term 
ndssion  as  now  known. 

For  ot 'or 

Inc losure 
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SCCPV-N G-PK-C  10  August  1969 

SUBJECT:  Operational  Report  of  Li3rd  Signal  Battalion  for  Period 
Ending  31  July  1969,  RCS  CSFCR-65  (Rl) 


b.  Organization:  The  following  listing  or o vide s  up-to-date 
information  for  organic  units  of  the  L; 3rd  Signal  Battalion.  In¬ 
closure  1  thru  5  provide  additional  information  concerning  attached 
units  and  units  under  the  operational  control  of  the  L<3rd  Signal 


Battalion. 


UNIT  LOCATION 


HHD,  h3rd  Sig  Bn  PKU 

Co  A,  U3rd  Sig  Bn  PKU 

Co  C,  l;3rd  Sig  Bn  KTM 


278th  Sig  Co,  U>d  Sig  Bn  CPE 
586th  Sig  Co,  U3rd  Sig  Bn  AKE 

c.  Activities: 


HTOE 

USASCC 

UIC 

11-50QD 

214/67 

WDQZTO 

11-50QD 

25/67 

WDQZAO 

11-500D 

26/67 

WDQZCO 

11-117D 

02/67 

WCF3AA 

11-117D 

Oh/67 

WCF6AA 

(1)  Company  C,  U3ud  Signal  Battalion  underwent  a  07*11  by  a 
six-member  team  from  21st  Signal  Group.  The  inspection  was  con¬ 
ducted  during  the  period  29  June  1969  to  2  July  1969.  The  over¬ 
all  rating  was  satisfactory, 

(2)  In  July  1969,  a  21-man  platoon  from  the  578th  Signal 
Construction  Company  was  attached  to  the  53rd  Signal  Battalion 
to  support  cable  construction  and  rehabilitation  projects.  Ele¬ 
ments  of  this  platoon  have  been  assigned  to  HHD,  Pleilcu;  Co  C, 
Kontum-  278th  Sig  Co,  Camp  Enari;  and  586th  Sig  Co,  An  Khe. 

(3)  1 la j or  General  Pepke,  Commanding  General,  Fourth  Infantry 
Division;  Brigadier  General  Albright,  Deputy  Commanding  General, 
1st  Signal  Brigade;  Brigadier  General  Shaeffer,  Assistant  Deputy 
Commander-Alpha,  Fourth  Infantry  Division;  and  Colonel  Musgrave, 
Commanding  Officer,  21st  Signal  Group  visited  various  sites  and 
facilities  of  the  battalion  dv.’ing  the  last  reporting  period. 

d.  Personnel  and  Administration: 

(1)  During  this  reporting  period  there  were  22U  gains  and 
283  losses  for  a  net  decrease  of  59  personnel.  The  present 
authorization  for  this  battalion  is  1135  personnel.  The  assigned 
strength  of  this  organization  as  of  31  July  1969  was  851  personnel 
or  7 3*2/5  of  authorized  strength. 

(2)  The  following  arc  personnel  shortages  which  critically 
affect  the  accomplishment  of  this  battalion’s  mission: 


MOS 

AUTH 

RQRD 

ASGD 

TITLE 

31J 

12 

18 

11 

Teletype  Repairman 

32F 

1 

8 

3 

Ciphony  Repairman 

32D 

11 

15 

5 

Technical.  Controller 

Inclosure 
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SCCPV-K G-PK-C  10  August  1969 

SUBJECT:  Operational  Report  of  the  b3rd  Sign."!  Battalion  for 
Period  Ending  JL  July  1969,  RCS  CSFOR-65  (Rl) 

72F  0  b  0  Data  Communications  Terminal  Specialist 

(3)  There  were  twenty-nine  (29)  Bronze  Star  Medals;  two  (2) 
with  V-Devices;  one  (1)  Air  Medal;  two  (2)  Purple  Hearts;  forty- 
eight  (I48)  Army  Commendation  Medals  awarded  to  personnel  of  this 
battalion.  Twenty-one  (21)  Bronze  Star  end  twenty-four  (2b) 

Army  Commendation  Medals  have  been  forwarded  To  higher  headquarters 
and  are  pending  approval. 

c.  Security: 

(1)  HHD,  b3rd  Signal  Battalion,  Pleiku,  RVN: 

(a.)  Constructed  three  guard  and  observation  towers  along  the 
MACV/TROPO  Hill  b3rd  Signal  Battalion  perimeter. 

(b)  Installed  chainlink  vehicle  and  personnel  gates  at  en¬ 
trance  to  compound  where  barriers  were  formerly  used. 

(c)  Constructed  new  personnel  bunkers  adjacent  to  barracks 
buildings . 

(d)  Rehabilitated  revetments  around  barracks  buildings  and 
improved  revetments  at  ammunition  and  POL  storage  sites. 

(c)  Installed  additional  lights  on  access  routes  to  the  con- 
toncment. 

(f)  Posted  sign  'warning  ;of  provisions  of  entry  to  compound. 

(g)  Constructed  revetment  for  the  battalion  helicopter  pad. 

(h)  Prepared  a  revised  Alert  Plan. 

(2)  Company  A,  b3rd  Signal  Battalion,  Pleiku,  RVN: 

(a.)  Completed  construction  of  a  security  fence,  (combination 
barbed/conccrtina  vdre)  around  the  Pleiku  North  Signal  Site. 

(b)  A  chain  link  fence  with  barbed  wire  topping  was  con¬ 
structed  around  the  Pleiku  North  Communications  Center.  A  single 
gate  provides  access  and  a  burglar  systcib.hns  boen  instdlled  to 
alert  those  in  the  Comm-Center  of  anyone's  presence  at  the  fence 
gate. 

(c)  Two  defensive  fighting  bunkers  were  constructed  at 
Companjr  A  VHF  Site  on  Tropo  Hill  Pleiku,  RVN. 

(d)  A  blast  wall  consisting  of  fifty-five  gallon  drums  filled 
with  sand  was  also  constructed  at  the  Tropo  Hill  VHF  Site  to  pro¬ 
tect  personnel  enroutc  to  the  bunkers  from  the  operations  building. 
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CT:  Operational  feport  of  the  '  3rd  si  nal  Battalion  for 
Ru-iotf  Jm  inL  31  July  1969,  ’"111  OS  '0,l-6l>  (91) 

(e)  fne  Tropo  'Till  b  5KW  Back-Up  Generator  \\tas  relocated  away 
from  the  perimeter  chain  link  fence  to  an  area  adjacent  to  opera¬ 
tions  building;  this  was  done  to  eleminate-  th.e  threat  of  sabotage 
because  of  the  close  proximity  to  the  perimeter  fence  and  to  per- 
l'JLt  bettor  fields  of  fire  fron  a  machine  gun  oosition  in  this  area. 

(3)  Company  C,  i 3rd  Signal  Battalion,  Kontum,  RVN: 

(a)  All  defensive  bunkers  along  the  company  headquarters  per¬ 
imeter  have  been  rebuilt. 

(b)  Defoliant  obtained  from  local  ATDh>i  units  uas  used  to  con-  * 

trol  under gro\rth  and  foliage  alone  the  p^riroter  on  the  company, 

(h )  2 7 5th  Signal  Comoany,  Camp  Enari,  Pleicu,  FtV?* : 

(a)  During  the  reporting  period  appr ox^ jaate ly  32,000  man¬ 
hours  were  expended  on  sentry  duty,  patrols  end  defensive  operations. 

(b)  Eight  anti-infiltration  bunkers  were  constructed  around 
the  company  headquarters  area  to  provide  better  protection  during 
sapper  attacks. 

(c)  Work  on  the  Camp  Enari  perimeter  defensive  bunkers  was 
completed  in  July,  Improvements  included  construction  of  rocket 
ce flection  screens,  drainage  ditches,  screened  sleeping  areas  and 
neu  bulletin  boards. 

(5)  556th  Signal  Company,  Camp  Raccliff,  An  Wie,  RVN: 

(a)  A  cyclone  fence  was  constructed  to  enclose  the  DCO  and 
Comm-Center  Sites.  Cates  for  their  fencing  will  be  installed  as 
soon  as  they  are  completed  by  the  An  TCie  PA"-!:  element. 

(b)  An  extensive  program  to  defoliate  the  company  perimeter 
has  been  continued  by  burning,  cutting,  and  the  use  of  herbiciale. 

(c)  The  1st  Brigade /Tjth  Infantry  Division  Engineers  are  in  the 
process  of  defoliating  Hong  Cong  Mountain. 

(d)  A  now  entrance  way  for  the  company  motor  pool  was  con¬ 
structed  and  a.  heavy  gate  installed .  The  new  entrance  uay  opens 
into  the  company  area  rather  than  on  the  rear  access  road,  thereby 
improving  physcial  security  and  reducing:  the  possibility  of 
vandalism  or  theft. 

(e)  On  1  June  1969,  company  personnel  participated  in  a  com¬ 
plete  susep  of  the  Camp  ftadcliff  compound  to  search  out  and  clear 
possible  infiltrators  or  hidden  explosives. 
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S’.  >J  :Cd:  Operational  deport  of  t.ic  1:3rd  Signal  Battalion  for 
Perioc  Ending,  31  July  1969,  ?.CS  CSdO  1-6$  (11) 

(6)  Pocket,  mortar,  small  an  is  tv. c  sapper  attacks  that  occurred 
during  the  quarter  follow* 

(a)  locations  and  Dates: 

(1)  Dn  Kqs  Company  A,  SiACV/TAOPO  Fill  compound,  PIC  I,  HIT* 

I  ay  13  and  June  Id, 


(2) 

Company  A, 

PIC1  Det: 

June  18,  2i;,  July  l,  and  15. 

(3) 

Company  A, 

PE:  Det: 

None 

00 

Company  A, 

CPI?  Det: 

Hay  12,  June  12 

16, 

(5) 

and 

Company  C, 

July  17. 

KTK,  PAT: 

Hay  5,  6,  15,  20,  and  31,  June  7  and 

(6) 

Coupe  y  C, 

TCP  Det: 

Hay  9,  llj,  18,  27,  July  1  and  11. 

22, 

(7) 

23, 

Company  C, 
23,  and  28, 

DTO  Det:  hay  9,  10,  11,  13,  15,  16,  10,  19,  20, 
June  1,  3,  1-!,  5,  7,  10,  12,  and  13. 

(0) 

Company  C, 

CIO  Det: 

June  6. 

(9)  278th  Sig  Company  (CPE):  May  17,  18,  June  7,  8,  and  July  2, 

(10)  366th  Sig  Company:  Day  12,  June  6,  26,  20,  and  July  19. 

(b)  Personnel  IJIA  and  KIA; 

(1)  J-jID  and  Company  A  at  Pleiku:  None 

(2)  Company  C,  i:3rd  Signal  Battalion  rt  Ilontum:  None 

(3)  Pale  To  Signal  Site,  Company  0,  U3ro  Signal  Battalion:  1fTA  1 

([;)  270th  Signal  Company  at  Camp  Enari:  None 

(3)  Dragon  Mountain  Signal  Site  (362nd  Signal  Pet):  FIA  1 
(6)  336th  .Signal  Company  at  An  Idle :  None 

(c)  Equipment  Damage: 

(l)  Dak  To  Signal  Site,  Company  C,  1/ 3rd:  Signal  Battalion:  On 
23  May  1969,  one  2h  ton  ve'.iicle  received  siirapnol  and  the  vondshield 
was  damaged.  Also,  the  detacu.ient  shower  and  latrine  were  heavily 
damaged  by  concussion  and  shrapnel. 
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SU  iJ'-C?:  Operational  Report  of  the  f ..irt.  jignal  lattalion  for 
Period.  ending,  Jfl.  July  1969,  ICJ  CT’0R-6d  (PI) 

(2)  bik  To  Signal  Site,  Compan  C,  1:  jr&  Signal  Battalion:  On 
1  June  19 op,  one  j/h  ton  truck  suffered  da.  .i  e  to  the  right  front 
xri.nc.ow  as  a  result  of  concussion. 

(3)  dale  To  Signal  Site,  ii 3rd  Signal  Battalion:  On  3  June  1969, 
one  3/1'  ton  truck  took  s'lrapnel  through  the  vinc  shiele.j  one  2-j  ton 
ton  truck  windshield  and  tire  was  damaged  by  shrapnel  5  one  600  gal¬ 
lon  water  pod  was  danagged  by  shrapnel  and.  ar.  :b  iprovised.  shower  water 
tank  was  conpletely  destroyed.  In  addition,  one  locally  ir  provised. 
latrine  structure  was  destroyed . 

(1:)  Dragon  fountain  Signal  Site,  362nd  Signal  Company  Det:  On 
26  l  e.j  1969,  one  billet  was  destroyed,  by  satchel  changes  placed  by 
sappers  cued  three  rooms  ".fere  demolished.  One  "RC-97/3  structure  was 
severly  damaged  by  a  Bid  rocket,  and  the  '’RC-97/3  Van  received  shrap¬ 
nel  damage.  iro  signal  equipment  "as  destroyed.  One  t’TIC-97/B  antenna, 
and.  one  Mast  section  was  sheared  in  half  by  satchel  charges.  Also 
two  sections  ’rcre  blow  cut  of  the  rxiterna  dish.  Sabotage  of  the 
wire  head  was  reported!  but  not  confined.  Three  of  four  circuits 
straps  wore  broken  into  pieces,  the  one-  ivrrining  in"toc t  carried  all 
tie  circuits. 


f .  Safety; 

(1)  Command  emphasis  on  safe  working  conditions  and  habits  con¬ 
tinues  d.o  rn  to  the  lowest  echelon  in  all  operational  areas  of  this 
organisation.  .Safety  posters,  daily  bulletins,  and.  the  publication 
of  several  coraand  letters  concerning  specific  safety  procedures  re¬ 
sults  a  in.  increasec  ei  ^hasis  and  awareness  in  the  safety  program. 

(2)  Safety  regaruing  t  ie  use  and  maintenance  of  weapons  and 
a-. munitions  continues  to  be  an  area  of  special  corr.iand  emphasis. 

(3)  Safe  driving:  practices,  an  area  of  'particular  concern,  are 
continually  stressed  through  fee  various  news  media  available  to 
commanders  and  Safety  Officers.  During  the  reporting  period,  this 
battalion  sustained  two  (2)  reportable  vehicular’  accidents. 

(1)  The  Battalion  Safety  Council  has  boon  instm;  icntal  i&  for- 
inflating  and  pursuing  an  aggressive  safety  program  throughout  the 
battalion . 

g.  Tracing;; 

(1)  The  Battalion  Training  Section  has  persevered  in  maintaining 
high  stanerrds  in  all  facets  of  training.  0 .creased  er.rohasis  has 
bean  placed  on  USASTRACOh  ',Jorti  113,  "Training  Qualification  Record". 
Functional  guide  packets  are  being  prouared  and  kept  current  accordin 
to  applicable  regulations  and  directives. 


as^*k 


SCCP7-  C-PX-C  10  Au;ust  1969 

SO  'J-sCT:  Ope  in.tioual  Report  of  the  pm  Si.n;  1  battalion  for 
Period  Cin.ing  31  J'Jl,'  1>‘ 39,  MO  CS'\i’.-63  (Rl) 

(2)  :  iiiiiii:  use  o.C  quotas  for  courses  offeree.  by  the  1st  Signal 

Or i rac.e 1  s  USATP  Continued  during  the  last  reporting  period#  A  total 
of  thirteen  (13)  courses  were  utilised  with.  forty-one  (hi)  personnel 
attending#  Persons  in  the  numbers  indicate  completed  the  follorii  , 
courses: 


.n  / •  *)  -rr? 

OU1  »>U3u 

Telephone  installation  and  he p air  ■  coa-r 3 c 

F.0G-23X  Refresher  course 

PC  ‘  $2 'stem ' maintenance  course 

Gable  Splicer  refresher'  course 

Radio-  Relay  maintenance'  'c'durse  "CStO-^Q . 

S37!  maiirbeiiance'  course  GRC-106 


I'TJIIBCR 

7 
6 
2 
h 

1 
1 

"M-  - ...  1 

1 
2 

PLL  Training  35  ottrs®. -  >  1 

Projectionists  Training  '’(alidi-onti-suT.ll  . * — 3 

System  Control  course  ••  . -  ...  h 

36h  Refresher  course  6 

(3)  Shortage  which  have  been  filled  due  to  standardized  for-ial 
OJT  Training  are  in  f^os  3L  ,  j6C,  -718,  and  ?2C*  This  OJT  Program, 
insures  continuity  of.  courses  throughout  the.  battalion. 

(h )  Curing  the  last  reporting  period,  the  DIAL  TELEPHONE  EX- 
CHAINS  at  CPS  and  AXS  concuctsd  an  e:_teusivc  OJT  Prograw  for  per¬ 
sonnel  in  MCS  35 C  and  36H,  A  26-hour  bloc1.:  of  instruction,  conducted 
by  GHO  personnel,  was  necessary  due  to  tic  termination  of  the  CHC-O&I'* 
Contract  on  1  duly  69.  The  battalion  now  has  the  responsibility  to 
operate  and  maintain  the  DIAL  IELE?'hC*»£  E.XCJAWGC3  and  to  train  per¬ 
sonnel  needed# 

(3)  Unit  Coriiraanders  continued  to  provide  all  personnel  with  the 
required  command  information#  The  Battalion  Chaplain  conducted 
classes  or.  Character  Guidance  IAW  USA.RV  .  '  6'  0- 30.  unit  CoiT'anders 
are  also  charged  uith  the  re spoas  ability  to  conduct  Character  Guidance 
training. 

(3)  The  Battalion  Staff  conducted  training  inspections  during 
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(2)  ^  JL  ‘-•e.y  69  the  B8M  12  s*, vcoi ‘  e.s  activated  between  Plei'au 

anc,  Camp  fnari  provicln; .  1:5  channels  of  hi:;’.'  or.aT.ity  co-.r.imic?tiona. 

J~s  broui’-vb  rbout  b'lc  deactivation  of  two  (2)  -orps  Ares.  FPF  system^,. 

(j)  During  the  last  reporting  poriodi  tee  771M2D  system  (PKD  to  CPE\ 
ifc.Le  uoyrst  ec^xro: i  s  2i  to  a  b5  chcjmcl  microwave  system.  This  incre assb 
tae  number  ox  DCS  Channels  to  GPL’  and  allowed.  the  deactivation  ox 
one  DCS  T7  System  to  CDS. 

(U)  Jfuring  ctic  quarter  there  were  s  total  ox  six;  (6)  s’-^steiu 
o.c activations  to  include  the  13V.  56  between  Alt:  and  K3j  1  ;.r  $) 

BBW  11,  770H  3B,  131.  05  between  P.7J  and  CPCi  and  b3M  lib  between  CP.o 
and  DOM* 

(5)  A  total  of  b  3  circuits  Tiers  activated.,  55  circuits  deactivated, 
anc’  71  circuits  ire  re  rerouted.. 


(°)  3urial  of  the  overhead  nortion  of  the  200- . 'air  cable  lirddnr 
Camp  Unari  ancl  Dracon  :  ou.nta.in  eras  accow  D. ashed  during  the  last  quarter. 
Due  to  terrain  features  the  entire  5000-foot  section  had  to  be  buried  by 
hand.  The  project  was  completed  on  13  Jun  69. 

(7)  The  Pleilcu  Ilinor  Relay,  operated  by  Co  A,  b3rd  Signal  Battalion, 
processed  a  total  of  156,585  messages,  an  increase  of  5,5b9  cv,r  the 
previous  reporting  period. 

(8)  On  20  July  69,  the  Mode  I  (UNIVAC  100b)  terminal  was  activated 
replacing  the  existing  Mode  V  circuits  at  Pleilcu  Communications  Center. 
Serving  subscribers  in  the  Pleilxu  Area,  it  passes  an  avcx'age  of  16,100 
cards  a  day,  and  bOO  messages  per  day. 

(9) i  The  Pleiku  SECORD  switch  was  activated  3  July  1969,  to  provide 
AUTQSEVOCCM  service  to  certain  subscribers  within  the  Pleiku  area  and 
immediate  vicinity.  Pleiku  subscribers  can  call  any  other  AUTOSEVOCOM 
subscriber  in  Vietnam  or  if  authorized,  throughout  the  entire  Pacific 
area  with  equipment  operated  and  maintained  by  Co  A,  b3rd  Signal  Bat¬ 
talion. 

(10)  A  cable  ex-tension  project  installed  by  Co  D,  both  Signal 
Battalion  (CC)  was  accepted  by  the  278th  Signal  Company  at  Camp>  Eneri 
on  10  July  1969.  A  total  of  16,900  feet  of  cable  was  installed  pro¬ 
viding  bOO  additional  pair  of  cable  to  be  distribute  1.  to  various 
areas  of  the  base  camp  which  previously  could  not  be  given  adequate 
telephone  service  without  installing  excessively  long  runs  of  WD-108 
Arop  Wire* 

(11)  In  order  to  provide  greater  alternate  routing  capability 
for  the  Dragon  Mountain  Signal  Site  (278th  Sig  Co)^  the  circuit  paths 
of  all  of  the  362nd  Signal  Company  Tropo  Channels  were  reengineered 
to  pass  through  the  SB-611  Patch  Panel  at  the  TTHF  Site.  The  cut  over 
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took  place  on  26  June  1969,  and  only  minor  problems  were  experienced. 

(12)  During  the  reporting  period,  107  new  mainlines  and  60  new 
extensions  were  installed  from  the  Camp  Enari  Dial  Telephone  Exchange . 
This  represents  an  increase  of  183  percent  for  the  quarter.  It  is 
now  estimated  that  optimum  fill  will  be  reached  in  December  of  this 
yean. 

(13)  Due  to  the  termination  of  the  GHO  contract  on  1  July  1969, 
this  Battalion  assumed  the  responsibilities  to  operate,  maintain, 
and  repair  the  Dial  Telephone  Exchanges  at  Camp  Enari  and  An  Khe . 

(lit)  During  the  past  reporting  period,  Company  B,  l|0th  Signal 
Battalion  (CC)  installed  38,300  feet  of  23,  30,  100,  and  200-puir 
cable  in  the  Kontum  Area.  Tnis  greatly  improved  the  telephone 
service  given  to  subscribers  by  Company  C,  It  3rd  Signal  Battalion. 

i.  Logistics : 

(1)  Mess  halls  within  the  battalion  have  improved  immensely 
during  the  reporting  period.  Company  A  received  new  mess  hall 
equipment  such  aa  oven  stoves,  deep  fat  flyers,  steam  tables  and 
cold  tables.  Most  of  these  items  are  gas  operated,  thereby  re¬ 
ducing  the  load  on  the  cactoncrcnt  generator.  Tiic  oven  hcqt 

a.f fords  better  preparation  of  food.  Some  new  equipment  has 
also  been  received  by  Company  C  and  the  278th  Signal  Company. 

The  Latter  has  also  made  vast  improvements  in  the  appearance  and 
sanitation  of  their  mess  hall* 

(2)  The  battalion  obtained  a  temporary  loan  of  eight  (8) 
each  13  KW  genera.tors  from  USARV.  These  were  distributed  to  the 
units  thus  eliminating  many  of  the  generator  problems.  Old 
generators  that  were  in  n^ed  of  overhaul  wore  replaced  and/or 
turned  in  for  maintenance* 

(3)  Ten  (10)  each  air  conditioners  'ere  acouirod  through 
supply  channels  ard  allocated  to  various  signal  sites  within 
the  battalion. 

(Li )  An  ANAiRC-83  power  van  became  operational  on  Trooo  Hill 
at  Hlciku.  The  two  (2)  130  KW  generators  power  the  signal  site 
of  Company  A,  hjtrd  Signal  Battalion,  362nd  Signal  Comp,  ny,  and  3l8th 
Signal  Comp, any  and  the  cantonemcnt  area  for  the  PKU  Dot,  Company  C, 
36Jat  Signal  Battalion.  This  action  reduced  the  load  cn  the 
IWCS  pokier  plant  and  cased  the  maintenance  problem. 
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SUBJECT:  Operational  Report  of  U3rd.  Signal  Battalion  for1  Period 
Ending  JL  July  1969,  RCS  CSFOR-63  (Rl) 

j.  Aviation: 


(1)  This  battalion  is  authorized  an  aviation  section  by  TOE; 
however  neither  aircraft  nor  aviation  personnel  are  assigned. 

Support  is  obtained  from  the  21st  Signal  Cheap  at  Nha  Trang, 
approximately  200  KM  away.  The-  air  support  provided  by  higher 
headquarters  as  well  as  scheduled  Air  Force  and  Army  flights 
meets  the  requirements  of  this  battalion.  The  h3rd  Signal 
Battalion  enjoys  the  'use  of  an  aircraft  four  (h)  days-  per  week. 

2.  Section  2,  Lessons  Learned:  Commander's  Observations,  Evaluations 
and  Recommendations: 

a.  Personnel: 

(1)  Need,  for  Data  Communications  Ibrminal  Specialists. (7?Fjtb) 

(a)  OBSERVATION:  With  the  introduction  of  the  Mode  I  operation, 

a  need  for  personnel  in  MOS  ?2F  has  been  established.  It  is  difficult 
to  conduct  proper  OJT  and  produce  satisfactory  results  without 
qualified  instructors-. 

(b)  EVALUATION:  All  personnel  assigned  primary  duties  with  the 
Mode  I  terminal  require  formal  training  in  the  operations  and  pro¬ 
cedures,  of  the  lOOtoteea^tter. 

(c)  RECOMMENDATION :  That  school  trained  personnel  in  MOS  72F 
be  assigned  to  this  battalion  in  order  to  enhance  the  operation  of 
the  Mode  I  and  assist  in  training  personnel  currently  assigied. 

(2 )  Need  for  Fixed  Station  Technical  Controllers  (32D): 

(a)  OBSERVATION:  Replacements  received  for  needed  Fixed 
Station  Technical  Controllers  are  Tactical  Circuit  Control  Specialists 
(31N)  and  are  not  familiar  with  the  Fixed  Station  Technical  Control 
Center. 

(b)  EVALUATION :  The  proposed  MTCE  calls  for  Tactical  Tech  Con¬ 
trollers  (3LN20)  and,  therefore,  all  replacements  received  must 
undergo  a  lengthy  and  time-consuming  training  p  -  "gram  before  they 
can  be  of  any  value  to  the  gaining  unit. 

(c)  RECOMMENDATION:  That  a  determined  effort  be  made  to  obtain 
more  Fixed  Station  Tech  Controller  in  this  command  to  meet  the  ever 
inorcasing  need  for  personnel  in  this  MOS  (32D). 

(3)  Mai -assignment  of  personnel  in  a  critical  MOS: 
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the(piPi^^RVATI™:^'U1Uinber  °f  P^3™1  vrerc  ml-aaaLffied  to 
the  Pleiku  Communications  Center,  specifically  in  MOS  J4C  and  %D, 


(b)  EVALUATION j  These:  personnel  underwent  lengthy  and  thorough 
training  on  equipment  not  organic  to  this  unit.  tSiZ  WledL , 

STneededl  tralning  can  be  utilized  in  an  organization  whSe  they 


..  .  (C>!  ^COMMENDATION :  That  personnel  presently  assigned  within 
this  battalion  be  transferred  to  units  that  can  proper??  utSize? 

more  JSfvn  *  ^gher  ^^^rters  screen  these  individuals 

more  carefully  and  assign  them  where  needed. 


b.  Operations,: 


(1)  Installation  of  Mode  I: 


Comimi  °J®RVAJI0N*  A  Mode  I  Terminal  was  installed  at  the  Pleiku 
j”969!  r  °n  3  July  1969  ***  cut  0TCr  to  traffic  cT  20 


with  Ccrari -center  personnel,  completely  unfamiliar 

vath  the  installation  and  operation  of  the  Mode  I,  expended  a  -~eat 
deal  of  time  and  effort  during  the  installation.  DeSy  aM  con- 

“  qualifi£d  »eon  avail- 


(c)  RECt't  I.JATICN:  That  a  qualified  installation  team  be 
made  available  for  future  installations. 


(2) 


Installation  of  Trunk  Hunting  Device : 


.  OBSERVATION:  Prior  to  tlie  installation  of  the  trunk  hunting 

Division's  T^tS^S  JelGphone  Change,  the  Fourth  Infantry 
invasion  3  Tactical  Switchboard  -  FAMOUS  -  was  given  subscriber 

nnRT*  T.nfbW  "rm  1  (A*  r-> rs im.  j  —  .  . 


- —  VOL  —  i 

to^al  ,?t?errthaf  tn“?fcl  fervice*  This  resulted  in  the  “DTE  “having 
dial  up.  to  fourteen  (lij)  different  numbers  before  finding  an 
open  line  to  FAMOUS  Switchboard.  “e 


qnhlb^KfVALUATI2N:  A  trunk  bunting  device  was  installed. 

SS  FSmsatr^  ^+dial  0nly  tW0  numbers  t0  8°*“  «««»  to 
Fnari^w^k  thercbJr  improving  the  service  to  Camp 

.  subscribers-.  This  service  is  provided  by  utilizing  the 
trunk  hunting  connectors  uired  In  groups  of  nie  aS  taj  Star- 
corresponding  to  the  FAMOUS  Class  C  assignment. 


(=)  RECOIIENDATIOM:  Bat  any  dial  tolophone  oaahanga  providing 
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dial  service  rather  than  trunk  service  to  a  manual  switchboard 
utilize  the  trunk  hunting  feature  if  possible. 

(3)  Raising  of  Outside  Terminal: 


(a)  OBSERVATION:  A  high  percentage'  of  Dial  Telephone  Service 
at  Camp  Enari  is  disrupted  during  heavy  rains  due  to  wet  cable 

in  the  terminal  cans. 

(b)  EVALUATION:  Terminal  cans  at  Camp  Enari  were  originally 
installed  at  the  base  of  stubs  which  allows  water  standing  in  de¬ 
pressions  to  enter  the  terminal.  This  causes  disruption  of  service 
until  the  cable  dries. 

(c)  RECOMMENDATION :  That  in  future  installations  terminals 
be  installed  at  least  ten  (10)  feet  above  the  ground.  This  will 
not  only  stop  the  water  problem  but  idll  also  help  eliminate 
unauthorized  personnel  from  tampering  with  the  terminal. 

c.  Training: 

(1)  Replacement  training: 

(a)  OBSERVATION:  It  is  extremely  difficult  for  a  company 
size  unit  to  conduct  the  proper  replacement  training  for  all 
incoming  personnel. 

(b)  EVALUATION:  Instructor  personnel  and  facilities  are 
either  lacking  or  inadequate  at  the  company  level. 

(c)  RECOMMENDATION :  That  incoming  personnel  receive  the 
necessary  replacement  training  while  still  in  a  transit  status. 

This  would  also  allow  the  Bn  Training  Section  to  monitor  that 
program  effectively. 

(2)  Training  of  Data  Communications  Terminal  Specialists: 

(a)  OBSERVATION:  At  the  end  of  this  reporting  period  no 
school-trained  Data  Communications  Terminal  Specialists  (72F) 
were  assigned. 

(b)  EVALUATION:  At  present,  Comm-Ccntcr  Specialists  are 
used  to  operate  the  Mode  I  Terminal  recently  put  in  operation. 

Due  to  a  lack  of  qualified  instructor  personnel,  this  training 
is  a  time  consuming  process  and  not  as  adequate  as  it  should  be. 

(c)  RECCMjENDATION That  a.  course  bo  set  up  ilthin  the 
command  to  expedite  and  assist  the  battalion  in  the  training  of 
needed  ?2F  personnel. 
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d.  Intelligence;  None 

e .  Logistics; 

(1)  Need  for  Distortion  Analyzer  (DAS-10). 

(a)  OBSERVATION:  The  Plciku  Tech  Control,  Pleiku  Army  Area 
Communications  Center  and  the  Pleiku  AUTOSEVOCOil  facility  are 
still  in  need  of  Distortion  Analyzers  (DAS-10) 

(b)  EVALUATION;  Information  on  the  DAS-10  has  been  forwarded 
to  higher  headquarter  on  numerous  occasions,  verbally  and  in 
writing.  They  have  been  requisitioned  under  throe  (3)  different 
FSN's  per  instruction  of  higher  headquarters.  The  item  has  been 
approved  on  the  CCIL  and  a  request  for  assistance  has  been  sub¬ 
mitted.  Requisitions  have  been  hand -carried  to  1st  Signal  Bde 
Log  Section  per  lisg  1st  Signal  Bde  Unclas  Cite  SCCPV-LG-S,  33^2 
SUBJECT;  REQUIREMENT  FOR  DISTORTION  ANALYZER  (DAS-10)  DTD  10 
July  69.  The  lack  of  this  item  seriously  hampers  the  performance 
of  this  battalion's  mission. 


(c)  RECOMMENDATION ;  That  command  emphasis  be  placed  on  the 
acquisition  of  the  Distortion  Analyzer  (DAS-10), 


f.  Organization;  None 

g.  Other :  None 


5  -I-ne-1— 
as 

Inc  Is  1  -  5  wd  HQ,  DA 


DISTRIBUTION ; 

A  plus 

2  -  CINCUSARPAC,  ATTN:  GPOP-DT,  APO  96558 
1  -  CG,  USASTRATCOM  -  PAC,  SCH,  APO  96557 

3  -  CG,  USARV,  ATTN;  AVHGC-DST,  APO  96375 

1  -  CG,  1st  Sig  Bde,  ATTN;  SCCPV-OP,  APO  9638I1 
15  -  GO,  21st  Sig  Gp,  ATTN:  SCCPV-NG-OPT,  APO  962I4O 
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kSCCrV-NG-C?T  (10  Aug  6 9)  1st  Ind 

SUBJECT:  C  x: rat iwn.il  Report  •  f  li3A  Signal  Battalion  fcr  Teriod 
Ending  31  July  1969,  ACS  CST  R-69  (dl) 

DA,  HE.X'OU  iT.'ERS,  21  AT  SJGTLAL  (IUUP,  AD  962ltO  2?  August  1969 

TC  :  SEE  DlSTREltTIi  II 

1.  Subject  re port  is  forwarded  JAW  1st  Sign  .1  Brigade  Regulation  1-19. 

2.  This  headquarters  has  revievred  the  basic  report  and  concurs  with 
the  information  contained  therein  with  the  following  comments  and/or 
exceptions : 

a.  Bara  Id  (1),  page  2.  The  total  group  strength  during  this  re¬ 
porting  period  decreased  as  DA  continues  to  fill  approximately  90 %  of 
monthly  requisitions.  During  early  Auiqist  there  was  a  marked  increase 
in  the  number  of  erscnnol  assigned  to  the  21st  Signal  Group;  if  this 
trend  continues  the  strength  situation  will  greatly  improve.  The  ).i3d 
Signal  Battalion  has  increased  its  total  strength  from  891,  as  of  31 
July  69,  to  936  XT  sc  nnel  assigned,  as  of  20  Aug  69,  a  net  increase  of 
89  personnel. 

b.  Par  a  Id  (2),  page  2  an!  para  2a  (1)  and  2a  (2),  page  10.  KGS's 
31J,  32F,  32D,  and  72F  arc-  critical  throughout  Or  cup.  Authorizations 
for  those  personnel  do  net  reflect  present  mission  requirements.  Re¬ 
quired  strength  in  those  IAS's  consistently  exceeds  authorized  strength. 
96  new  IITcE/TDA  Documents,  covering  units  within  Group,  have  been  for¬ 
warded  to  DA  for  approval  ,  When  final  acti<  n  is  taken,  Grrup  will  have 
a  more  realistic  auth orizaticn.  The  figures  reported  by  the  l)3d  Signal 
Battalion  arc  in  error  in  that  seven  32D*s  are  authorized,  not  eleven; 
there  is  one  72F  assigned,  net  zero. 

c.  Bara  2a  (3),  page  10.  Personnel  with  IAS's  3bC  and  3hD  who 
could  not  be  properly  utilized  within  the  U3  .  Signal  Battalion  have 
been  reassigned. 


Wgpi w  I'MWilliWWWUllii.ii',  Mini'll I^P.  )■  II. 


SCCFV-:-; 

SUBJECT 


c?'r  (-'-0  Au(  6p)  1st  Jnd 

Operational  R::%rt  of  JL; 

31  J11I7  1T69,  ilC.'-  CSFCR-65 


n  1 

(II) 


’Iitv.'lion  for  Period  Ending 


d .  Parr, 
sonne  1  qualif 
installation 
72F  to  assist 


2b  (1),_  page  11.  The  21.  t  Signal  f>ovn  does  not  have  per- 

l;c-  “«*  1  u%  5Ks«d  a^a,  had  a„ 

r"rJ'-';'f,°n  S.tC*  Th:-S  hoac’q'arters  provided  a  qualified 
ti*e  aattalion  in  -ctivating  ti  e  100)4 . 


DI3TBI3UTICN: 


t  ~  GG’  l3^  QiC  3de ,  ATTN :  SCCPV-OP,  A  TO 
2  -  aC3  FG?.,  DA,  Washington  D.C.  20110 
1  -  File 

5  -  CC,  Ji3d  Signal  Bn,  APO  963 18 


963ob, 


-13- 


t 


acr.rv-oF-sn  (10  Aug  Oj)  ?.ni  l.  ~ 

SUBJECT:  Ope  rational  Report  of  /  a  h  i  -<ial  Battalion  for  Feriod  Ending 
31  July  1969,  ECS  CS1VU.5  (Hi) 

DA,  H'j,  lot  Signal  brigade  ( li'.’.u.  InATOuK) ,  AFO  96384  16  September  1969 

TO:  Commanding  General,  United  Staton  Army  Vietnam,  ATTN:  AVHGC-DST, 

APO  96375 

1.  Bubjoct  report  is  forwarded  in  accordance  with  US/UvV  Regulation  525-1  5. 

2.  This  headquarters  has  review  1  the  10 port  and  concurs  in  it  as  indorsed 
with  the  following  comments  and/or  exceptions; 

a.  Paragraph  2a(l),  page  10.  School  trained  personnel  in  MOS  72F  arc 
available  or  will  bo  available  prior  to  installation  of  terminals. 

b.  Paragraph  2a(2),  page  10.  Proposed  authorization  documents 

(MTOE  1 1  —7 6G )  include  the  following  Eh  totals  within  43rd  Signal  Battalion 
In  MOS  32D: 


E?  -  2 
E6  -  3 
E5  -  12 
E4.  ••  8 

In  view  of  the  above  figures  and  the  required  figures  in  MOS  32D  indicated 
in  paragraph  Id (2),  this  headquarters  concurs  in  the  Group  Coromandel s 
comment  that  when  final  action  is  taken  the  Group  will  have  a  more  realistic 
authorization.  If  additional  IDS  320  spaces  are  required,  request  for  change 
should  be  made  at  next  TAuDS  update. 

c.  Paragraph  2b(l),  page  11.  A  qualified  team  was  provided  by 
Communications  Systems  Engineering  and  Mr  egoinont  Agency  (CSEMA)  to  install 
the  Mode  I  terminal.  The  43rd  Signal  Bat^ilion  was  tasked  to  trail  sport, 
relocate  and  assist  CSEMA  with  installation  of  the  terminal  at  the  new  site. 
The  excess  time  expended  ir.  the  installation  of  the  Mode  I  terminal  at 
Pleiku  was  duo  to  delay  in  transportation  of  trailer  mounted  air  conditioning 
equipment  from  the  old  site  to  the  new  site  by  the  gaining  unit. 

d.  Paragraph  2b (3),  page  12.  Raising  of  Outside  Terminal: 

(l)  The  original  outside  plant  cable  installation  at  Camp  Enari  was 
mxdo  using  pedestal  type  terminals.  This  type  of  installation  places 
terminal  blocks  approximately  3-4  foot  above  ground  level.  This  requires 
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removal  of  the  cable  sheath  to  approximately  2--3  feet  above  {-.round  level. 
Generally,  placing  terminals  in  depressions  where  water  may  rise  above 
2-3  foot,  can  be  avoided  by  careful  engineering  planning.  However,  in 
certain  cases  it  may  be  necessary  to  loca.te  terminals  in  areas  susceptible 
to  flooding  in  order  to  provide  adequate  drop  wire  distribution.  Terminals 
should  not  be  installed  on  short  (stub)  poles  since  drop  wire  distribution, 
will  usually  require  18-20  foot  ground  clearance . 


(2)  Future  requirements  to  place  pedestal  type  terminals  above  the 
normal  height  will  be  determined  on  a  case  by  case  basis  during  the 
engineering  survey  of  each  project.  Tori.J.nals  which  will  provide  serial 
drop  wire  distribution  will  bo  mounted  on  polos  which  will  provide  adequate 
ground  clearance  for  drop  wire  distribution.  The  problem  as  stated  docs  not 
indicate  that  personnel  have  been  tampering  with  the  terminal  boxes  and  it 
is  not  felt  that  a  blanket  procedure  should  be  established  to  put  all 
terinina.l  boxes  at  a  height  of  10  feet. 


FOR  THE  COMMANDER: 


7/A 


T.  E.  MULBEUNIEX 
LTC,  AGC 

Adjutant,  General 


Commanding  General,  United  States  Army  Strategic  Communications  Command, 
ATTN:  DCSOPS,  SCC-OPS-RT,  Fort  Huachuca,  /a’ i 20110.  85613 
Commanding  Officer,  21st.  Signal  Group,  APO  96240 
Commanding  Officer,  43rd  Signal  Battalion,  APO  96318 
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AVKGC-l£ST  (10  Aug  69)  3d  Ind 

SUBJECT:  Operational  Report  of  43d  Signal  Battalion  for  Period 
Ending  31  July  1969,  RCS  CSFOR-65  (Rl) 

HEADo,UAHTc<nS ,  UNITED  STATES  ARMY,  VIETNAM,  APO  San  Francisco  96375  2  9  SEP196S 

THRU:  Commanding  General,  United  States  Army  Strategic  Communications 
Command-Pacific,  APO  96557 

TO:  Commander  in  Chief,  United  States  Army,  Pacific,  ATTN:  GPOP-DT, 

APO  96558 

1 .  This  headquarters  has  reviewed  the  Operational  Report -Lessons  Learned 
for  the  quarterly  period  ending  31  July  1969  from  Headquarters,  43d  Signal 
Battalion. 

2.  Reference  item  concerning  "Need  for  Distortion  Analyzer  (DAS-10) 
section  II,  page  13,  paragraph  2e(l);  concur.  An  ECOM  representative 
from  this  headquarters  will  contact  the  ECOM  Laboratories  at  Ft  Monmouth, 

New  Jersey  and  provide  the  unit  with  the  status  of  the  requisition  and 
the  equipment. 

FOR  Tlib  COMMANDER: 


Assisluut  Adju.  un  ueueial 

Cy  furn: 

43d  Sig  Bn 
1 st  Sig  Bde 
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SCCP-OP  (10  Aug  69)  4th  Ind  (U) 

SUBJECT:  Operational  Report  of  43a  Signal  Battalion  for  Period  Ending 
31  July  1969,  RCS  CSFOR-65  (Rl) 

Headquarters,  U.  S.  Army  Strategic  Communications  Command-Pacific,  APO 
San  Francisco  965572  0  GCT  1969 

TO:  Commander  in  Chief,  United  S  ates  Army,  Pacific,  ATTN:  GPOP-DT, 
APO  96558 

1.  Subject  report  i  :■  forwarded  in  accordance  with  AR  525“i5- 

2.  This  headquarters  has  reviewed  and  concurs  with  subject  report 
as  indorsed. 

FOR  THE  COMMANDER: 


FRANK  C.  MAH  IN 
COL,  GS 

Chief  of  Staff 
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GPOP-DT  (10  Aug  69)  5th  Ind 

SUBJECT:  Operational  Report  of  HQ,  43d  Signal  Battalion  for 
Period  Ending  31  July  1969,  RCS  CSFOR-65  (Rl) 

HQ,  US  Army,  Pacific,  APO  San  Francisco  96558  2  4  OCT  69 

THRU:  Commanding  General,  US  Army  Strategic  Communications 

Command,  Fort  Huachuca,  Arizona  85613 

TO:  Assistant  Chief  of  Staff  for  Force  Development, 

Department  of  the  Army,  Washington,  D.  C.  20310 

This  headquarters  concurs  in  subject  report  as  indorsed. 

FOR  THE  COMMANDER  IN  CHIEF: 


CF: 

DA,  ACSFOR 

CG,  USASTRATCOM-PAC 


0  A.  TUCKER 
CPT  AGC 
ASST  AG 


SCC-PO-CERA  (10  Aug  69)  6th  Ind 

SUBJECT:  Operational  Report  of  HQ,  43d  Signal  Battalion  for  Period 
Ending  31  July  1969,  RCS  CSFOR-65  (R-l) 

Headquarters,  US  Army  Strategic  Communications  Command,  Fort  Huachuca 
Arizona  85613  x  4  NOV  1969 

TO:  Assistant  Chief  of  Staff  for  Force  Development,  Department  of  1 

the  Army,  Washington,  D.  C.  20310 

1.  Subject  report  is  forwarded  IAW  AR  525-15. 

2.  This  headquarters  has  reviewed  and  concurs  in  subject  as  indorsed.  I 

FOR  THE  COMMANDER: 


CF: 

CG  USASTRATCOM-PAC  (w/o  incl) 
HQ  US  Army-PAC  (w/o  incl) 


BOBEBT  A.  MALL 
Captain,  AGC 
Asst  Adj  Gen 


! 

\ 

I 


21 


t 


UNI  I  ASS  in  KD 

Security  Classification 

f  DOCUMENT  CONTROL  DATA  •  R  &  D 

i  (Security  rlmaaiflrmtion  ol  title,  body  of  nb/tlrac  1  and  annotation  must  he  snferrd  when  the  overall  report  Is  claseUled) 

1  ORIGINATING  ACTIVITY  (Corporate  author)  1 

HQ,  0ACSF0R,  DA,  Washington,  D.C.  20310 

12*.  REPORT  SECURITY  CLASSIFICATION 

UNCLASSIFIED 

2b.  GROUP 

3  REPORT  TITLE 

Operational  Report  -  Lessons  Learned,  HQ,  43d  Signal 

Battalion 

4  DESCRIPTIVE  NOTES  (  Type  ol  report  end  Indue  ire  da  tea) 

Experiences  of  unit  engaged  in  counterinsurgency  operations,  1  Hay  69  to  31  July  69. 

3  *U  THOR'SI  (Firat  name,  middle  Inlllel,  leal  name) 

CO,  43d. Signal  Battalion 


6  REPCR  T  O  A  TE 

10  August  1969 


7m.  TOTAL  NO  O e  PACES 


24 


7b.  NO.  OF  REFS 


l*.  CONTRACT  or  GRANT  no 


9m.  ORIGINATOR’S  REPORT  NOMBER(S) 


6.  PRO-.  EC  T  NO 


693198 


N/A 


Ob.  OTHER  REPORT  NO(S)  (Any  other  numbers  that  aiey  be  aealQnod 
thin  reporfj 


10  DISTHIBUTION  STATEMENT 


II  SUPPLEMENTARY  NOTES 

12.  SPONSORING  MILI  T  ARY  ACTIVITY 

N/A 

0ACSF0R,  DA,  Washington,  D.C.  20310 

13  ABSTRACT 


22 


DD 


FORM 

1  NOV  6  5 


1473 


UNCLASSIFIED _ 

Security  Classifiroiion 


